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August 26, 1977 
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RELOCATION OF INFORMATION OFFICE 


The Loyola Campus Information Office is moving. Effective Monday 
August 29, the Information Office will be located in room AD-106, one floor 


down from its previous location in AD-233. 


Until permanent telephones are connected, the Information Office 


a) can be reached through local 200. 
Submissions for FYI and On Campus should be sent to AD-106. 


=30- 


Mark Gerson 


Information Officer 


1455 de Maisonneuve Blvd. West, Montreal, Quebec H3G 1M8& 7141 Sherbrooke Street West, Montreal, Quebec H4B 1R6 


